TEMPLE VIEW 


/RAVe/odcE 


10740 Santa Monica Boulevard — Highway 66 
Los Angeles 25, California 
GRanite 8-0513 

Near the Mormon Temple, centrally located. 57 Modern 
Units, wall to wall carpeting. Some Kitchenettes. Television 
and Radios. Room Phone Service. Heated Pool. 
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